AMENDMENT NO. 1 JUNE 2015 
TO 
IS 14602 : 1999 INSTALLATION METHODS OF 
POSITIVE DISPLACEMENT HYDRAULIC PUMPS AND 
MOTORS — GUIDELINES 


(Page 1, clause 4.3) — Insert the following new clauses: 
‘4.4 Manufacturer recommendation to be checked for installation positions. 


4.5 Pump rotation details as per manufacturer recommendation should be 
considered before installation.’ 


(Page 2, clause 5.4) — Substitute ‘Engine or Gear box’ for ‘Gear box’. 
(Page 2, clause 6.5) — Insert the following new clauses. 
‘6.6 Banjo fittings in suction line to be avoided.’ 

(Page 2, clause 7.2, line 2) — Substitute ‘Valve should be set to minimum 
pressure setting for first installation, unless otherwise specified in the pump 
manufacturer catalogue’. 

(Page 2, clause 11.6, line 3) — Insert ‘Guideline shall be supplemented by 


coupling manufacturer’s data sheets and guidelines of coupling manufacturer 
shall be final’. 
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